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1. APPRECIATE WASHINGTON EFFORTS TO CLARIFY WHAT WE CAN 
PROVIDE AND ON WHAT BASIS. 

2. EMBOFF MET WITH FLORIN IORGULESCU, CHAIRMAN OF THE 
NATIONAL COUNCIL FOR WATERS, AUGUST 21. HE COULD NOT REPEAT 
NOT CONFIRM THAT GOR IS PREPARED TO ACCEPT CORPS OF 
ENGINEERS EXPERTS, BUT AGREED TO FIND OUT. HE ALSO 

COULD NOT SAY WHETHER GOR WOULD PURCHASE A WARNING SYSTEM 
IF NOT AVAILABLE GRATIS, AS PURCHASE WOULD DEPEND UPON 
THE ECONOMIC BEBEFIT OF SUCH A SYSTEM-AND THEREFORE ITS 
COST AND EFFECTIVENESS. ROMANIA'S EXPERIENCE WITH SUCH 
SYSTEMS IS STILL TOO LIMITED TO JUDGE THESE FACTORS. 

3. IORGULESCU EXPLAINED THAT ROMANIA IS RECEIVING A 

FLOOD WARNING SYSTEM FROM UNDP FOR THE UPPER MURES VALLEY. 
IT WAS DESIGNED BY PLESSEY RADAR, DIVISION OF PLESSEY CO. 

LTD., ENGLAND, AND CONSISTS OF 23 OUTSTATIONS (WITH 
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4 RELAYS, AND A CENTRAL STATION IN TIRGU MURES. IT COST 
$320,000 AT 1973 PRICES. PARTICIPANTS IN THE PROJECT 
INCLUDE TWO U.S. FIRMS: EMEK TOWNER SYSTEMS (NO ADDRESS 
GIVEN) AND SIERRA RESEARCH CORP., BOX 21, MC LEAN, VA. 

22101, (703) 536-7973. PART OF TTR EQUIPMENT INVOLVED 
IS AGMS. ORIGIN INCLUDING THE MINI-COMPUTER AND PRINT- 
OUT TERMINALS. 

4. STANDARDS OF SENSITIVITY USED IN THE UNDP SYSTEM WERE 
WORLD METEOROLOGICAL ORGANIZATION STANDARDS, NOT ROMANIA'S 
OWN. IORGULESCU FELT THAT STANDARDS WOULD NOT VARY 
SIGNIFICANTLY FROM SYSTEM TO SYSTEM. HE SAID THAT THE 
NUMBER OF OUTSTATIONS AND RELAYS WOULD DEPEND UPON THE 
SIZE, TOPOGRAPHY AND OTHER CHARACTERISTICS OF A BASIN, 

RATHER THAN GOR PREFERENCES. A VARIANT MIGHT USE RADAR IN 
PLACE OF SEVERAL OUTSTATIONS. 

5. IORGULESCU SAID THAT IN SEEKING U.S. ASSISTANCE THEY 
WERE LOOKING FOR A STANDARD SYSTEM FOR ONE OF THE BASINS 
MENTIONED BUCHAREST 3720 PARA 3. IF 2000-4000 SQUARE 
KILOMETERS WERE 

TOO LARGE AN AREA, A SMALLER BASIN MIGHT BE 
FOUND, SUCH AS PERHAPS THE PRAHOVA BASIN, WITH FEWER 
OUTSTATIONS AND RELAYS. 

6. IORGULESCU ASKED WHAT THE DIFFERENCE BETWEEN A 
COMMERCIAL PURCHASE AND PURCHASE ON A REIMBURSABLE BASIS 
WOULD BE. EMBOFF EXPLAINED THE CONCEPT OF REIMBURSEMENT 
BUT COULD NOT PROVIDE DETAILS. IORGULESCU INDICATED THAT 
THIS MIGHT ALSO BE A FACTOR IN GOR DECISION TO GO AHEAD 
WITH A FLOOD WARNING SYSTEM. 

7. COMMENT: CORPS OF ENGINEERS EXPERTS SHOULD NOT BE SENT 
UNTIL WE RECEIVE FURTHER WORD ON GOR INTENTIONS-WHICH APPEAR 
TO DEPEND AT LEAST IN PART ON HOW MUCH GRANT ASSISTANCE 

WE CAN PROVIDE. EMBASSY REQUESTS CLARIFICATION OF ADVANTAGES 
OF REIMBURSABLE ASSISTANCE OVER COMMERCIAL PURCHASE. 
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